Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


LIMITED OFFICIAL USE 
PAGE 01 STATE 035589 
61 

ORIGIN SY-05 

INFO OCT-01 ISO-OO /006 R 

DRAFTED BY A/SY/T: PHIMMELBERGER:GS 
APPROVED BY A/SY/T: DGFISCHER, CHIEF 
DESIRED DISTRIBUTION 
SY/FO/EUR 

066361 

R 130141Z FEB 76 
FM SECSTATE WASHDC 
TO AMCONSUL FRANKFURT 
INFO AMEMBASSY VIENNA 


LIMITED OFFICIAL USE STATE 035589 

RTC FRANKFURT FOR TSO SHELLHORN, VIENNA FOR TSO IACKSON 
E.O. 11652:N/A 
TAGS: ASEC 

SUBJECT:MTC21, MK2, D/N, CCTV VOLTAGE PROBLEMS 

REF: TELEPHONE CONVERSATION 12 FEBRUARY BETWEEN TSO 
HIMMELBERGER AND TSO JACKSON 

1 . CONCORD MANUAL FOR CCTV SYSTEM IS IN ERROR. SECTION 
TWO, CBMZD/N SETUP PROCEDURE, STEP 6 SHOULD READ PLUS 
1.15 VOLTS VERSUS MINUS 1.15 VOLTS REPEATPLUS 1.15 VOLTS. 
STEPS 7 AND 8 ARE CORRECT. IN THE EVENT ALIGNMENT CAN 
STILL NOT BE ACHIEVED, REFER TO NOTE AT BOTTOM OF PAGE 
AND PROCEED FROM THAT POINT. INGERSOLL 
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